REF ID:A64739 


(Basic Xtr* AC8PR-F 201 Friedman, William F., 0 1 66 764, 

Sub j 1 Officers Honorary Retired List, 3 September 1954) 

1st Xnd 10 September 1954 

310 Second Street, S.E* , Washington 3, D.C, 

70s The Adjutant General, Washington 25# O.C. 

1. I regret that I failed to notify you by 1 June 1954 of 
the continuation of my current address* X did not know of this 
requirement and assumed the address would stand until you were 
notified of a change. 

2. Steps will be taken to notify you annually in future* 


WILLIAM T. FRIEDMAN 


